DART AEROSPACE LTD Work Order: 
SEE ere a gre ee ay (ie ees, 
|Description: Fwd Wearplate Sart Number: | 


Inspection Dwg: D5061 Rev: A 
INSPECTION SHEET 
Drawing Actual i Method of 
N Tolerance Binancion Accept | Reject Inspection Comments 
0.188 +0.005/-0.001 
0.531 +0.008/-0.001 
2.43 +/-0.030 
6.536 +/-0.010 
6.642 +/-0.010 
7.77 |  +-0030 | 
7.80 | +/-0.030 
12.75 | +/-0.100 
27.0 +/-0.100 
+/-0.100 | 
+/-0.030 
+/-0.030 
+/-0.030 


| 


= 


Measured by: Checked by: QC Inspector: | 
Date: Date: Date: 


| Date: 
| Rev | Date | Change Revise Approved 
A | 15.06.22 | New Issue KJ Ni 


Engineering Approval: 
(if necessary) 
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